THE ROGERS 
VIOLET RAY HIGH FREQUENCY 
GENERATOR 


Highest in Efficiency 
Smallest in Size 
Lightest in Weight 
Lowest in Price 


MANUFACTURED BY 


THE ROGERS ELECTRIC LABORATORIES CO. 


2056 EAST 4th STREET 
CLEVELAND, OHIO 
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THE GREAT CURATIVE AGENT 


Nothing in the science of therapeutics has Proven ag 


valuable to the physician and suffering humanity as the deve]. 


. - . . snow 511 . . 1 Ty € nN » 
opment of high frequency electricity and no device has har- 


nessed and directed this marvelous force as efficiently, eop- 
veniently, and economically, as The Rogers Violet Ray High 
Frequency Generator. 
WHAT HIGH FREQUENCY MEANS 

The tendency of electricity to restore and maintain the 
natural equilibrium has long been understood, but to apply the 
treatment in an agreeable form and without injurious effects 
has been the problem. Before describing the operation of 
The Rogers Violet Ray High Frequency Generator, the ter- 
minology should be first considered. 

Voltage in electricity means force. 

Amperage means volume, 

Frequency means the oscillations or vibrations per 
second, | 

Scientific research has determined that the body does 
not require a large volume of electricity to yield up its ills, 
but a strong force which will seek out and rescue every cell 
from the ailment with which it is struggling. This must be 
done in such a way as to prevent pain or muscular contraction: 
These objects have been perfectly accomplished by The 
Rogers Violet Ray High I’ requeney Generator through the 
following processes : 
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2nd. ‘The amperage (volume) is reduced from one-half 
to an infinitesimal fraction. This reduces the quantity to the 
proper degree. 

3rd. The frequency is increased from 120 oscillations 
in alternating current (no oscillations in direct current) to 
several millions per second from either direct or alternating 


current. This eliminates pain and muscular contraction. 


THE PRINCIPLE 


The reason that the sensory nerves do not comprehend 
the electric current under the high frequency principle is the 
same that makes it impossible for the eye to see very rapid 
motion, or the ear to distinguish high sound vibrations. 

We quote from the work of one of the foremost electro- 
therapeutists in the country the following statements of effects 
resulting from the application of high frequency currents: 

1. Increase of blood supply to objective point. 
General increase in oxidation and local nutrition. 
Increase oxygen in blood. 

Increase absorbtion of oxygen. 

Increase in expulsion of carbon dioxide. 
Increase secretions. 

Increase elimination of waste products. 
Injection of ozone through lungs and tissues. 
Locally germicidal. 


Increase in bodily heat without increase in tem- 


perature. 


Soothing or stimulating according to character and 


length of treatment. 
Caustic when strong sparks are applied. 
Arterial tension increased by spinal spark applica- 


tion, 
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CATALOGUE 
ROGERS VIOLET RAY HIGH FREQUENCY 
GENERATOR, ELECTRODES, AND SUPPLIES 


Rogers Violet Ray High Frequency Generator with 
one No. 1 Surface Electrode $95.00 


No. 1 Suriace Electrode (plain ) 


(An extra electrode of this number should be kept on hand for emergencies) 























No. 2 (a) Vaginal Electrode (special insulated )....52.50 
th perforations at extreme end so that 
ozone ean be carried to any desired point. 


This electrode is’ provided wi 


No. 2 (b) Vaginal Electrode (Insulated, without pee 


rations ) 
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0.75 


No. 10 Eye Electrode (single plain)........--.------------------~ > 


No. 11 (a) Comb Electrode (plain) hd, Ja even 





NU'L'E—Where plain electrodes’ are preferred to i 
insulated, the 
, yY can be 


supplied, also special shapes at standard prices. 


No. 12 Metal Electrode 


general tonic as well as 


No. 12 electrode is strong and excellent for 
the current to the area 


massage, leaving the operator’s hands free to draw 
desired by contact of the fingers. 


Nox tS Spinal 
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OZONE GENERATOR 


- This instrument is of universal benefit. Ag 
the body requires air at all times to maintain 
life and ward off disease, so persons who do 
not have the advantage of good outside air 
should use this instrument to invigorate the 
blood and exhilarate the body. We all know 
how many sufferers are sent to the mountains 
hecause of the ozone which those high altitudes 
supply. The Ozone Generator brings the moun- 
tain to Mohammed, figuratively speaking, for it 
produces a heavy fiow of ozone combined with 
vaporized pine needle oil. ‘To inhale these 
fumes “is like a trip to the pine woods. For 
lung and bronchial troubles this instrument 
gives quick relief and effects cures in a large Sg 

percentage of cases. Observe the following 

in operating the Ozone Generator. Remove 

cork at top and deposit a few drops of pine 

needle oil in receptacle and 

replace cap. Insert the-elec- 

trode in the handle of the 


machine, the same as other 

electrodes, turn on current, 

sit down, rest the handle of 

the machine on the lap to 

——'\ prevent it dropping; hold 
the left hand around the 
3 neck below the glass con- 

tainer to draw the current, 

and, after the glass becomes 


IT \, warm, insert the small tube 


in nostril and agi- BS | 
tate rubber bulb Ca 
while inhaling. Al suffic 
ternate between 

nostrils. id 





No. 15 Ozone Generator 
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Special Physicians’ Carrying Case, No. 2 rh 


This case is considerably larger than No. 1, and is pro- trie La 
vided with pockets in the top for a full set of electrodes. cleans 
Bound in leatherette, and lined with velveteen. — 
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HIGH FREQUENCY i 
LUBRICANT. }" 

A splendid preparation used iy 
externally in connection i 
with electrical treatment ny 
for rheumatism, neuritis, i 

stiff joints, sore mus- \\| 

cles, sprains, etc., ete. I; 


Directions. \| 

Pour a half-teaspoonful of 
the Lubricant in the hollow 
of the band and rub 
thoroughly on the af- 
fected part. Then ap 
ply electric corrent. 

Price $ «75: 
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